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ILLUSTRATIONS OF THE EFFECTS OF SPECIFIC DEFICIENCIES

FIG. i. Uterus of guinea pig deficient in vitamin A. The insert shows the columnar
epithelium which lines the normal uterus. The contrast is striking, since the normal
columnar epithelium has become transformed into keratinized cells. (Figure kindly
furnished by Dr. S. B, Wolbach; insert by Dr. R. H. Follis, Jr.)